D2 
1N4002 


1N4002 


PLACE 1000p 


C10 1000pf 


2sc2290 


ON OUTPUT OF T3 


cis C19 


C14 c13 1000pf 470pf 


10/25V_ 01 c26 
220pFf 


a4 
2SC2290 


D3 
C33 1000pF 


1N4002 


R13 15 1/2W 


c30 
10725V 


as | 
MJES21 


8 LM358 ce4 


BIAS FOR Q1 AND Q2 SOMA EACH 
BIAS FOR Q3 AND Q4 SOOMA TOTAL 
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